Hearing Conservation Equipment Buyer’s Guide 


This Buyer's Guide lists manufacturers and suppliers of equip- refer to the company listing and product classifications. Com- 
ment for the implementation of hearing conservation pro- pany listings preceded by a black square are advertisers in 
grams. For easy reference to the company or product wanted, this issue. 


1. Audiometers, Manual Columbia Research (0-1 565, Kent, CT 6757, (203) 

Audiomet ording Bullens Lane, Woodlyn PA1 -(8- - (7g 

Systems Curtis Safety Products Co., 91 Stafford St., Worcester, MA Metrosonics, Inc., P.0. Box 23075, Rochester, NY 14692, 
4 Audiometric Earphone Enclosures 01603, (617) 754-3906 - (7g) (716) 334-7300 - (8-11) 
5. H. E. Douglass Engineering Sales Co., 10861 Sherman Way, Mine Safety Appliances Co., 600 Penn Center Bivd., 

- Audiometric Testing Rooms and Booths Sun Valley CA 91352, (213) 875-3144 - (7a) Pittsburgh, PA 15235, (412) 273-5000 - (7b, 78 9-11) 

6. Audiometric Testing Vans E. |. du Pont de Nemours & Co., Inc., Applied Technology Monitor Inc., F.0. Box L, Carrboro, NC 27510, (919) 
7. Hearing Protection Devices: Div., Wilmington, DE 19898, (302) 772-5989 - (9-11) 967-2228 - (1-3, 5, 6, 7e, 9-11) 
a. Ear-Canal Caps @ E-A-R- Div., Cabot Corp., 7911 Zionsville Rd., Indianapolis, Norton Co., Safety Products Div., 200C Plainfield Pike, 
b. Ear Muffs IN 46268, (317) 872-1111 - (7f) Cranston, Rl 02920, (401) 943-4400 - (7b, 7d, 7f, 9) 
c. Ear Muffs with Communication Equipment Earmark, Inc., 1125 Dixwell Ave., Hamden, CT 06514, (203) Plasmed, Inc., Box 80, Wallingford, CT 06492, (203) 
d. Ear Plugs - Cast in Place 777-2130 - (7c) 265-6761 - (7g) 
e. Ear Plugs - Custom Molded @ Eckel Industries, Inc., 155 Fawcett St., Cambridge, MA Precision Acoustics Industries, Inc., 501 Fifth Ave., Ste 
: 9 02138, (617) 491-3221 - (5) 704, New York, NY 10017, (212) 986-6470 - (1, 2, 5) 
f. Ear Plugs - Formed by User Eckstein Bros., Inc., 4807 W. 118th Place, Hawthorne, CA Quest Electronics, 510 S. Worthington St., Gconomowoc, 
g. Ear Plugs - Preformed 90250, (213) 772-6113 - (1, 4, 5) WI 53066, (414) 567-9157 - (3, 8-11) 
8. Noise Exposure Monitors, Fixed Location Environmental Acoustical Research Inc., P.O. Box 2146, Rockford |. C. Webb, Inc., P.O. Ses 1552, Rockford, IL 
9. Noise Dosimeters, Personal Boulder, CO 80306, (303) 447-2619 - (1-6, 7a-g, 8-11) 61110, (815) 968-2418 - (7b, 7f, 7 g) 
10. Sound Level Meters Flents Products Co., 14 Norwalk, CT Boe 5168, Rockford, IL 
11. Sound Level Calibrators 06850, (203) 866-2581 - (7a, 7b 9g) 125, - - (7b, 7f, 7g 
Genie Audio Inc., 9670 Peloquin St., Montreal, Canada H2C Saico, Inc., 4024 Pleasant Ave., S., Minneapolis, MN 
24, (514) 388-9212 - (1-6, 8-11) 55409, (612) 827-2506 - (1-4) 
Adco Hearing Conservation, 1558 California St., Denver, GenRad, Inc., 300 Baker Ave., Slee MA 01742, (617) Scott Instruments Labs, Div. AEC, 13 Sagamore Park Rd., 

CO 80202, (303) 893-0624 - (7a, 7b, 7d, 7e, 7f, 7g, 10) 369-4400 - (3, 8-11) Hudson, NH 03051, (603) 880-6300 - (10, 11) 
American Overseas Trading Corp., 4619 S. Carrollton Ave., Glendale Optical Co., Inc., 130 Crossways Pk. Dr., Sehas, Inc., 3867 Roswell Rd., NE, Atlanta, GA 30342, 

New Orleans, LA 70119, (504) 488-1311 - (1-5, 7a, 7d, 7e, Woodbury, NY 11797, (516) 921-5800 - (7b, 7g) (800) 241-2465 - (1, 2, 5, 8-11) 

7f, 7g, 8-11) Health Saver Products, Div. Hear Saver Ltd., P. 0. Box 39, Sellstrom Mfg. Co., P.O. Box 355, Palatine, IL 60067, (312) 
Aural Research, 4320 Atlantic Ave., Long Beach, CA90807, Grimsby, Ont., Canada L3M 461, (416) 945- -2242 - (7b, 358-2000 - (7b) 

(213) 426-1555 - (7b) 7f, 79) Simpson Electric Co., 850 Dundee Ave., Elgin, IL 60120, 
Aural Technology, Inc., 12722 Riverside Dr., N. Hotiywood, IDE Processes Corp., 106 8ist Ave., Kew Gardens, NY (312) 697-2260 - (9-11) 

CA 91607, (213) 760-2020 - (7e, 7g) 11415, (212) 544-1177 - (5) Smart Products, P.0. Box 1006, Framingham, MA 01701, 
Beltone Electronics Corp., Special Instruments Div., 4201 Industrial Acoustics Co. inc., 1160 Commerce Ave., Bronx, (617) 872-6042 - (4-6) 

W. Victoria St., Chicago, IL 60646, (312) 583-3600 - NY 10462, (212) 931-8000 - (5) ; Tasco Sales Co. Inc., 37 Tri mu mtg Y Providence, Ri 

(1, 5) Insta-Mold Prosthetics, Inc., 430 N. 6th St., Philadelphia, 02915, (401) 438- 9200 - i 
Bilsom International, Inc., 11800 Sunrise Valley Dr., PA 19123, (215) 627-4177 - (7e) Tracor, Inc., Instruments Div., 5906 fee Lane, Austin, 

Reston, VA 22091, (703) 620-3950 - (7b, 7c, 7f, 7g) George Koch Sons, Inc., P.O. Box 358, Evansville, IN TX 78721, (512) 929-2051 - (1-5) 

@ Bruel & Kjaer Instruments, Inc., 185 Franklin St., Marl- 47744, (812) 426-9759 - (5) Tracoustics, Inc., P.O. Box 3610, Austin, TX 78764, (800) 

borough, MA 01752, (617) 481-7000 - (2, 3, 8- -1) @ Maico Hearing Instruments, inc., 7375 Bush Lake Rd., 531-5412 - (1, 5, 6) 

David Clark Company, Inc., 360 Franklin St., Worcester, MA Minneapolis, MN 55435, (612) 835-4400 - (1, 2) U.S. Safety Service Co., 1535 Walnut, Kansas City, MO 

01604, (617) 756-6216 - (7b, 7c) 64108, (816) 842-8500 - (7b, 7g) 
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Ear protection effectiveness: May - 24 
Earplug insertion and seating device: Jan - 22 
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Hearing conservation program: Jan - 6 
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Walls, sound barrier: Aug - 10 
Windows, sound barrier: Aug - 12 


Product Literature 


Disposable Ear Plugs 

New test data rates the Propp-o-Plast ear 
plugs with a 20 dB NRR value and allows 
use by NIOSH in 94% of all typical indus- 
trial high noise situations. These ear 
plugs are made from mineral fibers and 
wrapped in a thin non-allergenic poly- 
ethylene plastic for better protection and 
hygiene. Two convenient packages are 
available - plastic pocket pouch of 10 
pairs and dispenser refill of 500 pairs. 
Bilsom International, Inc., Reston, VA. 
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Sound-Level Meter 

The Model NA-23 real-time sound-level 
meter is designed for on-site sound level 
measurements and frequency analysis. 
Sound levels are displayed on a LED 
readout in A-, C- or flat weighting, in 
either fast or slow response. Frequency 
ranges are from 31.5 Hz to 8 kHz and can 
be simultaneously analyzed in 10 octave 
bands with the 1/1 octave filter. The NA- 
23 is in compliance with IEC Type 2, 
ANSI S1.4-1971, DIN, BS and JIS stand- 
ards. Rion Co., Ltd., Tokyo, Japan. 
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Hearing Protector 

The Model 27 has excellent real-ear 
noise attenuation according to ANSI 
$3.19-1974. Easily adjusted to fit the 
head, the headband is made of corro- 
sion-proof chrome plated steel, has a 
non-absorbent cushion for increased 
comfort, and locks in position by means 
of a self-locking nut. The ear domes are 
of high impact polycarbonate made extra 
rigid by a ribbed construction. The ear 
seals are constructed of polyurethane for 
long life, perfect fit and added comfort. 
David Clark Company, Worcester, MA. 
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Portable FFT Analyzer 

The Model 100A mini-analyzer is 
designed for use in diagnosing the cause 
of vibration and noise in real-time. 
Despite its simplicity of operation and 
relatively low cost, the 100A is powerful 
enough to solve almost any problem 
involving noise or vibration from 0.005 
to 20,000 Hz. It incorporates such fea- 
tures as fast frequency zoom scan of any 
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400-line region of the spectrum without 
rerunning data, or time scan of 10k 
words of held time data. The operator 
can view the selected zoom region and 
the total frequency band simultaneously. 
Other dual displays include time and fre- 
quency, instant and averaged data, live 
and stored data; retention of three com- 
plete patterns of control settings and 
calibration constants; holding four com- 
plete 400-line functions for comparison, 
or averaging, at once; four separate 
zoom bands can be averaged simultane- 
ously; phase reading for balancing; and 
conversion and rescaling of acceleration 
to velocity, displacement, or power spec- 
tral density readings. Nicolet Scientific 
Corp., Northvale, NJ. 


Circle 204 on Reader-Service Card 


Audiometer 

Hearing test results are calculated auto- 
matically with the RA410S micro-auto- 
mated audiometer. The 4108S will present 
a complete audiometric test in accord- 
ance with preferred clinical procedures. 
The operator may choose to retest any 
missed frequencies in a manual or semi- 
automatic mode. For a convenient per- 
manent record, data are printed out on 
type via a high speed electrostatic print- 
er. The test information may also be 
transferred directly from the 410S to cas- 
sette tape or computer storage. Tracor 
Instruments, Austin, TX. 
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Noise Poster 

A motivational, full color poster entitled 
“Noise...getting to you?,” is available. 
The poster is designed in a friendly car- 
toon style. It is designed to remind work- 
ers that noise is harmful and that hearing 
protection is easily available. It shows 
how relief can be achieved in three easy 
steps. This free poster will help make 
hearing conservation more relevant to 
employees and positively reinforce the 
efforts of those responsible for manag- 
ing hearing protection programs. E-A-R 
Corporation Indianapolis, IN. 
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Ear Protector 
The SMR Ear Stopper’s seal provides 


both a high degree of sound attenuation 
and water protection. Because it is reus- 
able, the SMR is economical to use. It is a 
thin-walled flexible cylinder formed of 
non-porous plastic with a balloon-like 
quality that permits continuous self ad- 
justment. A safety tab keeps the SMR 
from being pushed too deeply into the 
ear canal and the design makes for easy 
insertion and removal. It is available in 
eight millimeter sizes ranging from 5 to 
12 mm. Ear Protection Devices, Escon- 
dido, CA. 
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Portable Stroboscope 

The 4912 is a portable stroboscape with 
built-in rechargeable batteries, compact 
enough to be hand held. It is intended for 
investigating mechanical equipment 
and engineering plants on the shop floor 
or in the field and features a digital 
tachometer (reading Hz or RPM, select- 
able) for precise measurement of rota- 
tional frequency. Both the tachometer 
display and the stroboscope lamp can be 
driven from an internal generator or syn- 
chronized with the machinery using a 
non-contact probe. The internal genera- 
tor frequency control covers 5 to 130 Hz 
(300 to 7500 RPM) and is designed for 
easy, precise one-hand operation. A 
choice of photoelectric or magnetic 
tachometer probes is available for ex- 
ternal triggering. The 4912 can also be 
triggered electrically at frequencies up 
to 20,000 Hz. Bruel & Kjaer Instruments, 
Inc., Marlborough, MA. 
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Hearing Protection Equipment 

Catalog 3046-S lists a full line of ear 
muffs, ear inserts and gages as well as 
other related equipment and products. 
Product specifications and performance 
characteristics, descriptive copy, code 
and catalog numbers are all included. 
Also listed are names, addresses and 
toll-free telephone numbers of distribu- 
tion centers in the U.S. American Optical 
Corporation, Southbridge, MA. 
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Distortion Analyzer 
The Model 6880 is an automatic distor- 
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